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Dear Member: 


I have intended for sometime to write a News- 
letter and now the time seems right for this. 


GENERAL MEETING 1976 

The General Meeting was held at the time of 
the 21st Australian Dental Congress in 
Adelaide in February. The meeting was held 
in the University of Adelaide Club on 
February 19th, 1976, Twentytwo members 
attended and ten formal apologies were 
received. 

The President, Dr. Roger Hall was in the Chair. 
Dr. Hall presented a report of the activities 
of the Association since the inaugural meeting 
held in Sydney in August, 1973. The general 
business of the meeting was then transacted 
and the election of officers followed. A 
warm and well deserved tribute was paid to 
Roger Hall for the hard work he did in regard 
to the formation of the Society and to his 
subsequent efforts to ensure its sound 
development. 

Officers elected for the period until the next 
General Meeting are as follows: - 


President A.M. Horsnell (S.A. Branch) 
Vice-President John Keys (Q'land Branch) 
Sec/Treasurer W.J.P. (Joe) Verco (S.A. 
Branch) 
Members of the Governing Committee: 


K.R. Allen (S.A. Branch) 
Ray Own (W.A. Branch) 


It became evident at the General Meeting that 
two points required careful attention; these 
were, the timing of the Regular General 
Meeting and the composition and method of 
election of the Governing Committee. Both of 
these matters have been carefully considered 
and are referred to in this Newsletter under 
the section "Constitution". 


MEMBERSHIP 

It is encouraging to report a growth in member- 
ship of the Association and to be able to 
record the formation of a branch in Tasmania. 
The latest information reaching me, brings news 
of positive steps now being taken to encourage 
membership from interested Dentists in N.S.W. - 
lets hope we will soon see a branch in N.S.W. - 
the current membership figures total just over 
120. This is good news, but I must remind 

all members that the basis of a healthy Society 
are enthusiasm and interest and that numbers 
lone do not indicate the real strength of an 
Association such as ours. 


idee. 
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1977 CONVENTION - BRISBANE IN MAY 

One of the first jobs that the new Executive had 
to do was to consider the possibility of 
arranging a Clinical Meeting in the interval 
between the General Meeting in 1976 and the next 
General Meeting, 1978. Many members will recall 
the highly successful Clinical Meeting held in 
Melbourne in November 1974, which certainly 
whetted many appetites as well as setting an 
excellent pattern for future similar events. 

A number of locations were considered but the 
enthusiasm and strength of the Queensland Branch 
confirmed Brisbane as the final choice. 


The date has now been finalised. A preliminary 
programme will be published soon - make a note - 
Brisbane Convention - May 19th and 20th, 1977. 


INTERNATIONAL CONGRESS ON DENTISTRY FOR CHILDREN 


San Francisco, California, July 31st - August 4th, 
1977. 


The 6th Congress of the I.A.D.C. and the 50th 
Anniversary meeting of the American Society of 
Dentistry for Children will be held in San 
Francisco. This promises to be a most interest- 
ing meeting for all who are able to attend. 

John Keys (Vice-President) has been nominated 

by your Executive to be our Association's 
official representative at that meeting. 





If any member of our Association has a matter 
which they feel should be brought to the 
attention of the International Association of 
Dentistry for Children, I hope they will write 
to me so that the Executive can consider it 
before asking John Keys to present it on our 
behalf. 


CONSTITUTION 

The Executive has reviewed the present 
Constitution and T have been in contact with 
officers of State Branches concerning the 
composition and method of electing the 
Governing Committee and the timing of the 
General Meeting. 

In regard to the Governing Committee, it seems 
most desirable that basically this should be 
composed of a representative from each State 
elected by the State Branch. Also, it is 
suggested that the title "Governing Committee" 
should be replaced by "The Council". 


Concerning the General Meeting, the present 
Constitution requires it be held at the time of 
the Australian Dental Congress, but it is 
evident from the attendance at the General 


Meeting this year in February that this is not 
a satisfactory arrangement. 


Also, when one compares attendance at the 
General Meeting in February with that at the 
Clinical Meeting, in Melbourne in November 
1974, it becomes clear that it would be much 
more satisfactory for the "General Meeting" 
to be held at the time of a Convention such 
as Melbourne in November 1974, or that planned 
for Brisbane in May next year. 

To permit discussion of these matters, a 
Special General Meeting will be held at the 
time of the Brisbane Convention. Notices of 
the Special General Meeting will be sent out 
in accordance with the requirements of our 
Constitution. 


A.D.A. Affiliation 

I had hoped to report that the affiliation of 
our Society with the A.D.A. had been completed 
but, unfortunately, there has been an 
unforeseen delay. I understand now that the 
Society's application has been to the A.D.A.'s 
Affiliation Sub-Committee and will be 
considered by the A.D.A. Federal Executive in 
November. Hopefully, it will then be 
ratified by the Council A.D.A. in April 1977 - 
Looking on the bright side, all should be 
finalised by the time of the Brisbane 
Convention. 


MILDURA SEPTEMBER 1976 

The northwest group of the A.D.A. (Vic. Branch) 
invited the Victorian Branch of our Society to 
accept responsibility for the programme of their 
mid-winter meeting in Mildura in September. 


I was able to attend that meeting and can use 
the opportunity of this Newsletter to thank 
members of the A.S.D.C. (Victorian Branch) 
for the excellent programme they arranged and 
the very high standard of the individual 
presentations. 


SCIENTIFIC PUBLICATION 

It has been suggested that our Society should 
have some form of Scientific publication and 
as a basis for this that each State Branch be 
expected to contribute one article each year. 
I think these are excellent suggestions and 
hope we can act on these lines. I shall be 
pleased to have members reactions to the 
proposal; naturally, additional or 
alternative suggestions would be welcome. 


PERSONALIA 

Roger Hall and Joe Verco have both been away 
overseas for short visits and are likely to 
have met at the "3rd International Congress on 
Dentistry for the Handicapped" in Stockholm. 
We shall look forward to the reports of their 
activities and items of special interest. 
During Joe Verco's absence, Kevin Allen 
stepped into the breach to act as Secretary/ 
Treasurer and I am very grateful for his help. 


+ Rip 
meine 


During this year,I have been able to visit 
Perth and Brisbane to meet with the 
Executive of the State Branches and I 
thoroughly enjoyed the experience of 

seeing the Victorian Branch in action at 
the Mildura meeting. I am looking forward 
to attending a meeting of the Tasmanian 
Branch in early December. 


Please let me have your item(s) of interest 
for inclusion in the next Newsletter. 


With best wishes. 


Yours sincerely, 


A.M. HORSNELL 
_ President. 


P.S. Remember - BRISBANE CONVENTION 1977 
MAY 19th and 20th. 


Registration, open to FULL members of 
A.S.D.C. 
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c) Undichtigkeit an den Armaturen, Schlauchen, Schlauch- 
verbindungen oder Druckwerkzeugen. Bitte mit Hilfe von 
Seifenwasser die Aniage auf Undichtigkeit Gberpriifen. 
Der maximale Druckverlust liegt bei 1 bar pro Stunde. 

d) Riickschlagventil oder Druckleitung verstopft. 

Abhilfe: Reinigen oder ersetzen (Abb. 10). 

e) Luftverlust an Entlastungsventil wahrend des Betriebes. 
Abhilfe: Rickschlagventil und Entlastungsventil 
ersetzen (Abb. 9) 

f) Ventilplatte defekt. Wenden Sie sich an Ihren JUN-AIR 
Handler. 

Starke Gerduschentwicklung des Kompressors: 


a) Federn der Motorlagerung sind gebrochen. Feder 
ersetzen, Motor muB waagerecht stehen. 


b) Inneres Druckrohr schiagt am Rippendeckel oder 
Motorblock an. 
Abhilfe: Rippendeckel demontieren, Druckrohr richten. 


Starke Warmeentwicklung des Kompressors, erhdhter 

Olverbrauch: 

a) Olstand nicht in Ordnung. Olstand kontrollieren, gaf. 
korrigieren (Abb. 5) 

b) Falsches Ol verwendet. Abhilfe: Olwechsel unter 
Verwendung von SJ-27. 

c) Undichtigkeiten. Siehe Punkt 2c. 

d) Verstopfter Ansaugfilter. Siehe Punkt 2b. 

e) Umgebungstemperatur zu hoch. Steht der Kompressor 


in einem Schrank, so ist auf ausreichende Beliftung zu 
achten (Abb. 1). 


f) Kompressor ist Gberbelastet (max. Dauerlauf 50%, 
max. Einschaltzeit 15 Minuten wird Gberschritten). 
Nehmen Sie mit Ihrem JUN-AIR Handler Kontakt auf. 


Kompressor springt an, obwohl keine Luft verbraucht 
wird: 
a) Undichtigkeiten. Siehe Punkt 2c. 


Kompressor schaltet bei normaler Anwendung haufiger 
ein als gewohnt: 


a) Kondensat im Behalter. Abhilfe: Kondensat ablassen 
(Abb. 6). 


b) Undichtigkeiten. Siehe Punkt 2c. 


Druckbehalter 


4-25 liter: 
40-50 liter: 18.3 bar 


Druckpriifung bei: 


Betriebsanleitung 


Anwendung Druckluftbehdlter 
Behalterdaten Siehe Typenschild. 
Luftanschluss Nur Leitungen aus geeignetem Material 


verwenden. 


Es muss gewahrleistet sein, dass die 
Raumtemperatur durch die Abwarme 
des Kompressors nicht zu stark ansteigt. 


Dartiber hinaus muss ausreichend Platz 
fur Service arbeiten vorhanden sein. 
Der Kompressor muss aufrecht stehen. 
Oberflachige Lackschaden nach Bedarf 
ausbessern. 

Uberpriifung der Behalterwandungen 
von innen: alle 5 Jahre. 

Das Kondensat ist mindestens 

1 x wéchentlich abzulassen. 
Schweissarbeiten an Kesseln und 
sonstigen druckbeaufschlagten Teilen 
sind nicht zulassig. 

Es soll verhindern, dass der max. 
Betriebsdruck des Behdlters 
Gberschritten wird. 

Die Ausfihrung des Ventils richtet sich 
nach dem max. Betriebsdruck des 
Kessels. 


(PS = Der max. Betriebsdruck des 
BehAlters) 


Aufstellungsort 


Korrosionsschutz 


Umbau/Reparatur 


Sicherheitsventil 


Konformitatsbescheinigung 


WICHTIG: Die Konformitatsbescheinigung ist nur giltig fur die 
Modelle in 230 V/50 Hz, 3x400 V/50 Hz, 12 V DC oder 24 V DC. 


Der Hersteller, JUN-AIR International A/S, bescheinigt, dass 

die Produkte in dieser Bedienungsanleitung den folgenden 

Richtlinien entsprechen: 

(The manufacturer JUN-AIR International A/S declares that the 

products mentioned in this manual are in conformity with) : 

¢ 87/404/EWG — 90/488/EWG — 93/68/EWG Richtlinie der 
einfachen Druckbehalter. Siehe Rickseite. 

*  89/392/EWG — 91/368/EWG — 93/44/EWG — 93/68/EWG 
Richtlinie zur Sicherheit von Maschinen 

¢ 89/336/EWG Richtlinie der Elektromagnetischen 
Vertraglichkeit 


¢ 73/23/EWG Richiinie fir Niederspannung 


Flemming Petersen 
Qualitatschef 


Betriebsanweisung 


